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[57] ABSTRACT 

A method of and apparatus for generating and protect- 
ing hard sector pulses using the read/write heads of the 
disk drive without using any external transducers is 
disclosed. Each track of the disk is pre-formatted with a 
pattern of a burst of data followed by a short erased gap 
repeated around the track once per sector. The data 
bursts are converted to digital pulses which are used to 
trigger a monostable as long as the read/write heads are 
positioned over data. The lack of an output signal from 
the monostable is used to detect the erased gaps. At the 
end of the erased gap, a sector marker pulse is gener- 
ated. Various protection signals are also generated. The 
high capacity hard sectored computer disk drive system 
disclosed herein utilizes a hard disk which rotates at a 
speed of approximately 2750 r.p.m. The data received 
from the host computer for storage on the hard disk is 
converted to 2,7 RLL coding prior to being written 
onto the disk. The disk drive system has a formatted 
data storage capacity in excess of 10 megabytes per disk, 
using both sides of the disk. 
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tions. The subject matter of such patent and patent 
HIGH CAPACITY DISK DRIVE applications is hereby incorporated by reference. 

U.S. Pat. No. 4,392,095, entitled "Method of and 
CROSS-REFERENCE TO RELATED Apparatus for Generating a Unique Index Mark from 

APPLICATIONS 5 the Commutation Signal of a D.C. Brushless Motor," 

The assignee of the instant appUcation is also the discloses a system for providing a unique index mark 
assignee of an application filed Feb. 22, 1984, entitled relative to the computer disk which is required for 
"Micro Hard-Disk Drive System," U.S. Pat. Applica- avoiding errors in addressing a memory location on the 
tion Ser. No. 582,554, now U.S. Pat. No. 4,568,988, and surface. That index mark is provided by correlating 

an appUcation Sept. 6, 1985, entitled "High Capacity commutation signal from a d.c. motor with a syn- 

Disk Drive," U.S. Pat. Application Ser. No. 773,136. chronizmg signal present on one or more discrete tracks 
The disclosures of those applications are hereby incor- °^ computer disk. 

porated by reference. U.S. Pat. Application Ser. No. 332,003, entitled 

"Read/Write Head Thermal Compensation System," 
BACKGROUND OF THE INVENTION discloses a thermal compensation system used by 

The present invention relates to a micro-hard disk Rodime PLC in its five and one-quarter inch disk drive 
drive system, and in particular, a micro-Winchester ^V^^^^- That thermal compensation system uses differ- 
high capacity disk drive in which the read/write heads materials with different coefficients of thermal ex- 
are used to generate and protect a hard sectoring 20 P^^'°". ^anous components of the positioning 
scheme. mechanism for the read/write head used m the disk 

With'the rapidly expanding development of personal '^^Y^ operation of that thermal compen- 

computers, portable personal computers and desk top ^7^^^?^' i° jesponse to a change in temperature, a 

data processing systems, there has been a demand for ™spositionmg of the read/write head is compensated 
increasing the performance of the disk drive systems of 25 ^ counter-movement due to the selection of vari- 

such computers. A major development in that direction matenals with different coefficients of thermal ex- 

has been the introduction of small Winchester disk P^'° VI ? ?^.,T,q,^°* t^^f ""f o 
drives as replacements and enhancements to floppy disk ^ P^*" ll^l^'J.^?' ^^l'*}^*! Ventiliation System 
drives for program storage. The Winchester disk drive a Computer D«k Dnve Hub Assembly," discloses a 

in general provides higher capacities and faster speeds 30 IX;*^ ^ f""""""*^' '^'^ '^T 

of operation, factors which are important for the effec- ^^''^ ^''^ data storage capacity to be 

tive use of personal computers running advanced soft- Tl ^^^ ^ given volume of chamber housmg the 
ware packages. improves the disk dnve operatmg perfor- 

The types of Winchester disk drives that have been tt c 'v^t m« a asq o<:q ^ a j j a 

;„ A u J ^t. r 35 ^at. No. 4,489,259, entitled Method and Appa- 

developed m that regard were based upon the use of " ,„t„„ *„ii: „ ^ j- i 

1 , ,f, f ,. ^ r ■ ^ , ir J ratus for Controlling a Stepper Motor, discloses a 

it.r S.hL T t ^PP'™«^y ^r.'^^T 'y^'^^ minimizml oscilirons of the stepper motor 
S^noi^'"? 7° nmu-Wmchester disks. for a single step, mintoizing the time taken for the step- 
Such so caUed five and one-quarter mch" disk dnves ^otor to move between tracks for multi-track seek 
^2 WWW f7iT T 'mdus ry standard." operations and reducing the angular hysteresis due to 
? J!^ f ? ^^"'f ^ *e mechanical and magnetic properties of the stepper 
5-30 Megabytes of information when designed around „otor construction. In controUing the operation of the 
an open-loop positionmg system usmg a stepper motor stepper motor, a microprocessor circuit is adapted to 
capable of supportmg up to approximately 360 data drive the stepper motor in accordance with predeter- 
tracks per mch. However, advances made by the as- niiugd programs. 

signee of the present mvention have expanded the stor- u.S. Pat. No. 4,568,988, entitled "Micro-Hard Disk 

age capacity of die typical five and one-quarter inch Drive System," discloses a high-density micro-Win- 

disk dnve up to 600 tracks per mch usmg the same basic Chester hard disk system using a hard disk of approxi- 

type of open-loop postionmg system. Such a track den- mately three and one-half inches and having digital 
sity had previously been believed unobtainable with 5^ information stored at a density of approximately 600 

stepper motor technology. concentric tracks per inch, and at a storage density 

With the mtroduction of portable personal comput- equivalent to at least 5 Megabytes per hard-disk. A 

ers. It IS clearly a performance advantage to achieve a stepper motor is designed to increment in steps of 0.9° 

high degree of software compatibility with the desk top which causes the read/write head to move from one 
computing systems. In addition, portability demands 55 track to the next adjacent track on the hard disk. For 

special requirements on the incorporation of a hard disk many applications, it has now become advantageous to 

system, for example, light weight, low-power consump- utilize a high performance three and one-half inch Win- 

tion and the capability of withstanding harsher shock Chester disk drive having a storage capacity in excess of 

and vibration conditions. However, software compati- that achieved in the above-disclosed micro-hard disk 
bility also demands performance parameters, such as 60 drive system, namely in excess of 10 Megabytes. Such 

data storage capability comparable to those available on mcreased storage capacity allows the use of more so- 

five and one-quarter inch mini-Winchester disk drive phisticated programs and the storage of data for use 

systems. therewith than has been possible heretofore. 

Among the various advances that have been made in Such prior art disk drives have almost exclusively 
the construction and operation ofdisk drive systems are 65 used the "industry standard" ST 506 interface to the 

those developments made by the assignee of the present host system. That mterface has the disadvantage that it 

application, Rodime PLC, which developments are set defmes fundamental operating parameters of the disk 

forth m the following U.S. Patent and Patent applica- drive, such as MFM (modified frequency modulation) 
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coding, data transfer rate and disk rotational speed, 
which limit the storage capability of the disk drive. 

Although the invention described herein utilizes an 
open-loop positioning system to achieve cost effective- 
ness while still attaining a storage capacity in excess of 5 
10 Megabytes, a more expensive closed-loop position- 
ing system could readily be utilized in place of that 
open-loop positioning system. 

Most hard-disk drive systems utilize a system which 
provides one reference mark or index pulse per revolu- 10 
tion so that the user can format each track on the drive 
into a pluraUty of sectors. Each of those sectors includes 
a header which contains information which identifies 
the sector and track location. That information.is read 
by the drive every time data is read from or written to 
that sector. Such a scheme of operation is called soft- 
sectoring. However, soft-sectoring has the disadvan- 
tages that it is difficult to implement, requires more 
hardware and is more expensive than hard-sectoring. 

Hard-sectoring, m which the disk drive physically 
provides a mark for every sector pulse as well as once 
per revolution of the disk, is less complex and less ex- 
pensive than soft-sectoring and is desirable for connec- 
tion to certain computers which may already be de- 
signed to use such hard-sectoring techniques. 

In prior art systems, the necessary sector and index 
pulses were produced by means of a transducer and 
some form of code wheel which was rotated by the 
drive motor. Typically, such transducers were either 
optical or electromagnetic. They sensed the revolving 
wheel and generated a pulse for every sector mark. 
However, such prior art hard-sectoring systems, al- 
though requiring less hardware than soft-sectoring 
schemes, still require hardware over and above that 35 
necessary to operate the drive. In addition, such hard- 
sectoring systems require alignment of the transducer 
with the code wheel, and the maintenance of that aUgn- 
ment under operating conditions. 

SUMMARY AND OBJECTS OF THE ^ 
INVENTION 

In view of the foregoing, it should be apparent that 
there still exists a need in the art for a hard-sectoring 
system for a micro-hard disk drive system having high 45 
performance capabilities and which requires little or no 
additional hardware be added to the drive. It is, there- 
fore, a primary object of this invention to provide such 
a high capacity micro-hard disk drive system which has 
particular application for use with both personal and 50 
portable personal computers. 

A further object of the present invention is to provide 
an improved high capacity hard sectored hard disk 
drive system in which the size, weight, sensitivity to 
vibration, power consumption and heat dissipation are 55 
minimized without sacrificing high performance and 
high storage capabilities, thereby rendering the system 
particularly advantageous for use in portable comput- 
ing systems. 

Still another object of the present invention is to 60 
provide a micro- Winchester disk drive with a position- 
ing system capable of providing performance parame- 
ters comparable to those of a five and one-quarter inch 
Winchester disk drive. 

Another object of the present invention is to provide 65 
a hard sectored micro- Winchester disk drive system 
that affords a storage capacity of at least 10 Megabytes 
per disk. 
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A still further object of the present invention is to 
provide a micro-Winchester disk drive system that is 
electrically compatible with floppy disk drives in its 
interface to computer systems. 

Another object of the present invention is to provide 
a high capacity micro-hard disk drive system in which 
the disk housing assembly is secured with a set of anti- 
vibrational moimts which isolates the housing against 
vibrational forces. 

Another object of the present invention is to provide 
a micro- Winchester disk drive system in which data is 
stored at a density of at least 600 tracks per inch. 

Still another object of the present invention is to 
provide a high capacity micro-hard disk drive system 
having a disk rotational speed of approximately 2750 
RPM and which uses 2,7 RLL coding to achieve a 
formated storage capacity of at least 10 Megabytes per 
disk. 

It is yet another object of the present invention to 
provide a micro-hard disk drive system having a ther- 
mal compensation system which compensates for any 
misalignment of the read/write head positioning mecha- 
nism due to thermal effects. 

Briefly described, these and other objects of the pres- 
ent invention result in a high capacity micro- Winches- 
ter disk drive system which provides a disk drive system 
particularly suited to meet the needs of a portable com- 
puter system, as well as meeting the needs of a personal 
computer system. The terminology "micro-Winches- 
ter" disk refers to a Winchester disk of 85-100 millime- 
ters in diameter, with the preferred embodiment being 
approximately 96 millimeters. A Wmchester disk of that 
size can also be referred to as a "3.5 inch" Winchester 
disk. That high capacity micro-Winchester disk drive 
system was developed to incorporate the 600 tracks per 
inch open-loop positioning capability previously devel- 
oped by the assignee, and utUizes a slower disk rota- 
tional speed, an increased flux density and 2,7 RLL 
(Run Length Lrmited) coding for achieving a storage 
capacity heretofore unachievable in a micro- Winches- 
ter hard disk. Such new disk drive system, by virtue of 
its small size, vibrational isolation, integral controller 
and high storage capacity, is ideally suited for use in 
both personal and portable computer systems. 

The high capacity disk drive system of the present 
invention is constructed for operatmg micro- Winches- 
ter computer disks. This disk drive system provides fast 
access to a high capacity data storage for use with small 
business computers, terminals, and microprocessor- 
based systems, or and many other areas where compact, 
rugged and lightweight hard disk storage is required. 
The disk drive system of the present invention normally 
utilizes either one or two hard disks such as Winchester 
disks, and provides data storage on each disk in excess 
of 10 Megabytes once the disks are formatted. It should 
be understood, however, that data is recorded on both 
sides of each disk. 

Each of the hard disks is mounted for rotation within 
the housing of the hard disk drive system of the present 
invention. In accordance with the preferred embodi- 
ment, each of those hard disks is 96 millimeters in diam- 
eter. A transducer, which includes two read/write 
heads for each disk within the system, one head posi- 
tioned on each side of the disk, writes digital informa- 
tion on and reads digital information from the hard disk. 
The disk drive system of the present invention operates 
such that information is stored on the disk at a density of 
at least 600 concentric tracks per inch. A positioning 
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mechanism moves the transducer between the tracks on primary thermal loop, thereby tending to maintain the 

the computer disk for writing information to and read- transducer on the track centerline. 

ing information from the disk. The heretofore unachiev- In order to provide for such thermal compensation of 

able storage capacity is achieved by the present inven- the positioning mechanism in the disk drive system of 

tion by operating the disk at a rotation^ speed of ap- 5 the present invention, three different classes of material 

proximately 2750 RPM, an increased flux density and are utilized. The positioning arm is formed of a first 

by coding the data before it is recorded on the disk material. The disk and housing are formed of a second 

using a 2,7 RLL coding technique. material. The pivot shaft, head support arm and metal 

The positioning mechanism of the disk drive system band are formed of a third material. Those first, second 

of the present invention is arranged for moving the 10 and third materials have different co-efficients of ther- 

transducer along a path extending in an approximately expansion. The arrangement, geometry and selec- 

radial direction with respect to the hard disk so that the t*on of materials of those parts are such that, in response 

transducer can move between the inner-most and outer- to ^ change in temperature, the various components of 

most tracks on the disk. The positioning means moves positioning system react in such a way that the 

the transducer along an arcuate path that extends in the support arm effectively rotates via the positioning arm 

radial direction with respect to the disk. the pivot shaft so as to maintain the transducer 

The positioning mechanism of the disk drive system substantially at its original track position. Consequently, 
of the present invention includes a stepper motor and a positioning system self-compensates for any move- 
mechanism for operating the stepper motor in full step would be caused by changes in temperature, 
increments. In the operation of the stepper motor, each . ^Sji capacity disk drive system of the present 
step increment is approximately 0.9° . Each step move- invention includes a housing in which the micro-hard 
ment of the stepper motor causes the transducer to disk, the transducer, the transducer pre-amplifier, and at 
move from one track to the next adjacent track. Each ^ portion of the positioning mechanism are con- 
read/write head of the transducer is arranged on one housing is arranged within a fu^t frame 
end of a support arm, or flexure, which extends in a which holds the housmg. A set of anti-vibration mounts 
radial direction with respect to the computer disk. A '^"^ . "Ousmg within the frame so as to minimize 
positioning arm is attached to the other end of the sup- transnussion of shock or vibration from the frame to 
port arm. The positioning arm has one end coupled to a In addition, the frame supporting the hous- 
pivot shaft for enabling the positioning arm to be piv- ,„ ^Sj^^^dmg the disk dnve system can be arranged 
oted about the axis of the pivot shaft, llat pivot shaft is ^° "" J^, larger frame. 

located on one side of the support arm and is spaced ^u T °\^^- / ''^''^"^^ 

away from that arm micro-Wmchester disk dnve system of the present in- 

The stepper motor has an output drive shaft for con- Sr.^wl'S "h""^"' hT' 

troUing the movement of the positioning arm. A ten- „ ^ff» ^ ope°«>g "onnaUy designed for use by either a 

sioned steel band is coupled to the drive shaft of the ll^.T^l^?uT^^T' ^""^ '^"^ '^''T t 

stepper motor via a puUey and is also coupled to both Sivf system ^^^^^ ^'"^ ^'''^ 

SL'^1,orta.^frSSi^rft*' °^ ^« electronics of the high capacity micro-Winches- 
Srin?f«,^w 5T T?iy°\'^^^'' a tensioning ^er disk drive system of the present invention have been 
coZctSt t n 5 P^^"'"'^^ arm. The stee band is 40 developed utilizing LSI circuits with the entire control 
dri^St ZtJf^^ arrangement for couplmg the eircuit, except the pre-amplifier, bemg arranged on a 
SS. ttt I V^^ positiomng arm single printed circuit board Providing electronic func- 
^J^tl f^ r movement of the stepper motor tions of the drive on a single printed circuit board 
causes the positiomng arm to pivot about the pivot ^hose dimensions do not exceed the overall dimensions 
snan. ine pivotmg movement ot the positionmg arm m 45 of the drive permits full utilization of the anti-vibration 
turn moves the support arm and the transducer m mere- mounting systems and thus makes it possible to utilize 
mental steps across the tracks of the disks. the high capacity micro-Winchester disk drive of the 
. °°"Pled Jlirectly to the pivot present invention in portable computer systems. Fur- 
shaft, which Itself IS free to rotate by means of a bearing ther. the electronic functions have been implemented, m 
assembly which mcludes a pair of baU bearings ar- 50 part, in several integrated circuit chips of diff-erent types 
ranged m a back-to-back configuration with a dunen- with the objective of functionmg with a minimum use of 
sional pre-load of approximately 5 pounds force. The power. An additional feature in this regard is the loca- 
stepper motor that is used for driving the positioning tion of the pre-amplifier for the read/write heads, 
arm is a two-phase bi-polar stepper motor that operates which is mounted within the clean chamber as close as 
m a fuU step mode. The tensioned steel band that inter- 55 possible to the head assembly in order to mmimize noise 
connects the stepper motor to the positioning arm is a pick-up. That obviously provides for the increased 
band etched from stainless steel with a tensile strength probability of error-free operation during the reading 
of greater than approxhnately 250,000 Psi. and writing of information from and to the disk. 

In constructmg the positioning mechanism of the An additional feature is the use of a microprocessor 

high capacity disk drive system of the present mven- 60 routine which substantially reduces the power used by 

tion, the matenals for each of the components are se- the stepper motor when the disk drive is de-selected by 

lected to automatically compensate for any misposition- the host computer system. That "power-save" capabil- 

mg between the transducer and a track caused by ther- ity and low average power consumption are desirable 

mal effects. The positioning mechanism includes a pri- properties of a hard disk drive when used in a portable 

mary thermal loop that, on average, causes the trans- 65 computer system, since they result in less heat dissipa- 

ducer to move inwardly from a track center as tempera- tion, thereby minimizing the requirement of the com- 

ture rises. A second thermal loop is provided that causes puter system to provide noisy, heavy and bulky air- 

a counter-movement to the movement caused by the extraction fans. 
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The hard sectored disk drive of the present invention FIGS. 9, 10, 11 and 12 are schematic circuit diagrams 

achieves the objects set forth above by pre-initializing of the control circuit for the disk drive system of the 

the disk during its manufacture to contain a pre-deter- present invention. 

mined special pattern of data on each track. Once the DETAILED DESCRIPTION OF THE 

disk drive becomes operational, that data is used by the 5 PREFERRED EMBODIMENT 
read/write heads of the drive to generate the sector 

marks and index pulse used by the host computer. In Referring now in detail to the drawings wherem like 

addition, provision is made to prevent such sector mark- Parts are designated by like reference numerals 

ing data from being accidently overwritten or erased by throughout, there is illustrated in FIG. 1 a high capacity 
the user and also to ensure that such sector marking data 1° micro-Winchester disk drive system m accordance with 

remains precisely defmed on the disk and not vary with Present invention ITie high capacity disk dnve 

increased temperatures. !5pl"^es a housmg 2 which is mounted withm a frame 4. 

The pattern may consist of a burst of the highest T^e frame 4 is attached to a face plate, or facia 6. The 

frequency data normally experienced by the read/write [ace plate 6, together with housing 2 and frame 4, may 

heads, followed by a short erased gap. That pattern is ^e slid mto a slot provided withm a computer for the 

repeated aromid the entire track, once for each sector. ^isk dnve system. In order to secure housmg 2. and 

Vl . .. J. • 1 tt,^ j^o^^i,,.-! hence the mtemal operatmg members of the high capac- 

The circmtry used to implement the above-descnbed ^ • * u i «• i r 
, - ^ ^. J » 1 A ity disk dnve system agamst vibrational forces, a plural- 
method of generatmg and protectmg the hard sector -r c ^ i. ^- ^ o m ii j ia 

, °, 1 J * J ■* ti * 1 ity of anti-vibration mounts 8, 10, 12, and 14 are pro- 
pulses uses the pulse detector and wnte oscillator al- yjjgj 

ready present in most Winchester disk drives. Thepulse ^'^J/ ^^^.^-j^ ^^^^^ ^j^^ micro-Win- 
detector converts he andog signal from the read/wm^ Chester disk drive system of the present invention 
heads mto a plurality of digital pulses. A retnggerable ^ , ^ constructed to receive a 5i inch 
monostable is tnggered using those digital data pulses ^^y. ^^^^ ^ ^^^j^ ^ arrangement, as shown in 
Dunng the time the read/wnte heads are positioned 25 piG. 2, the housing 2 with the frame 4 is placed inside 
over data, such pulses from the pulse detector will cause ^ ^^^^^ j.^^^ r^^^ ^^^^^ j. ^^^^ by top 
the monostable to keep finng. However, when the frame member 16, bottom frame member 18 and a cross 
heads are over an erased gap, there wiU be no pulses, so ^ar 20. The second frame is attached to a face plate 22 
that the monostable will time-out after a pre-determmed jjjg fy^j frame 4. 

time period, which time is shorter than that of the 30 jjje high capacity disk drive system m accordance 

erased gap. ^vith the preferred embodiment of the present invention 

A counter is utilized to time from one sector mark to ^ ^ microprocessor based device which receives and 

the next, in order to protect the next-following erased transmits NRZ data but reads and writes 2-to-7 RLL 

gap from being overwritten. Decode logic has also been (Ru^ Length Limited) data, seeking the appropriate 
added to the hardware normally contained in a Win- 35 (jg^^jj ^ response to step commands across the disk 

Chester drive. That logic decodes outputs from the control interface. The drive is hard sectored and is 

counter and monostable and generates various control connected to the host computer via a disk controller 

signals. The on-board write oscillator is used to clock internal to the host computer. All actuator control func- 

the counter in order to provide a time reference. tions are handled by an on-board microprocessor. That 

BRIEF DESCRIPTION OF THE DRAWINGS microprocessor handles aU I/O operations, timing oper- 

ations and commumcation with the host controller Typ- 

FIG. 1 is a side perspective view of the housing of the ical format schemes with 532 data bytes per sector and 

disk drive system of the present invention mounted 32 sectors per track provide formatted capacities in 

within its first frame assembly; excess of 20 Megabytes. 

FIG. 2 is a side perspective view of the opposite side A summary of some important performance parame- 

of the housing from the view of FIG. 1 of the disk drive ters is given below: 
assembly of the present invention with such housing 

and first frame being mounted within a second frame — 

assembly; __ 

FIG. 3 is a sectional view of the disk drive system of Disks 2 

the present invention; Fitted capacity (typical) 

FIG. 4 IS a plan view of the positionmg system of the ^^^^ (Megabytes) 20.7 

disk drive system of the present invention; per sector (Bytes) 532 

FIG. 5 is a diagram of an embodiment of a printed 55 Sectors per tracic 32 

circuit board for use with the hard sectored disk drive Cylinders 305 

. - ^ . ^. Transfer rate (MHz) 7.5 

of the present mvention; Seek times (ms) 

FIG. 6 is a schematic block diagram showing the (including settling): 

organization of the electronic control circuit for the Track to Track 18 

hard sectored disk drive system of the present inven- go Average 89.3 

.. Maximum 180 

„ _^ .„ Average Latency (ms) 10.9 

FIGS. 7A-7E are schematic tumng diagrams illus- piux reversals per inch (max) 14,700 

trating the derivation of a sector marker pulse from the Tracks per inch 600 

analog data on the disk and various other protect sig- Rotational speed (r.p.m.) 2,744 + 10%, - 5% r.p.m. 

1 J Shock: 

nals; and 65 5^^^^g 5 g 

FIG. 8 is a schematic circuit diagram of the decode Non-Operating 40 g (all axes; 10 ms duration) 

logic contained in the PAL used by the disk drive sys- vibration: 

tem of the present invention; and Operating .5 g 20 Hz to 200 Hz 
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GENERAL PERFORMANCE 

Non-Operating 2 g 20 Hz to 200 Hz 



The microprocessor is responsible for the control of 
the stepper motor used for head positioning. Fast seek 
times are achieved by the use of programmed velocity 
profiles and microstepped damping routines. Automatic 
thermal compensation has been built into the head posi- 10 
tioning mechanism. 

A sectional view of the high capacity disk drive of 
the present invention is shown in FIG. 3. As can be seen 
therein, two micro-Winchester disks, 24 and 26, are 
arranged on the hub 54 of a dc motor 32 for rotation 15 
within the housing. Magnetic heads 28 and 30 are at- 
tached to support arms 31, which m turn are coupled to 
a stepper motor 42 through a drive band assembly 40 
and a positioning arm 41. In addition, positioned within 
the "clean chamber" 52 is a flat cable flexible circuit 55 20 
which includes the read/write, head select and pre- 
amplification circuitry for the drive. Such flat cable 
flexible circuitry serves as the electrical interface be- 
tween the heads 28 and 30 and the circuit board 4<J and 
may preferably utilize an SSI 1 17 IC. 25 

High storage capacity is achieved because the disk 
drive system of the present invention records data on 
the disks at a rate of 7.5 MHz using 2,7 RLL encoding 
with the disk rotating at approximately 2,750 revolu- 
tions per minute. The recording rate, encoding scheme 30 
and rotational speed are a departure from the con- 
straints of the industry standard ST 506 interface, and 
are possible by having a controller internal to the host 
computer, as well as a non-ST 506 interface, such as an 
SCSI host interface. Those parameters, when applied to 35 
a micro-Winchester disk drive system in accordance 
with the preferred embodiment of the present inven- 
tion, provide a storage capacity greater than 10 Mega- 
bytes per disk. 

A breather filter 34 is provided on the top cover 38 of 40 
the disk housing 50, adjacent to the center of the spmdle 
of the dc motor 32. A recirculating filter 36 is located 
inside the chamber 52 at one comer in a suitable posi- 
tion in order to filter the flow of air resulting from the 
pumping effect of the rotating disks 24 and 26 when the 45 
disk drive is in operation. The top cover 38 seals the 
open face of the enclosure by means of a continuous 
gasket. The electronics board 46 is fixed to the base of 
the chamber 52, covering the full area (except for the 
stepper motor 42) of that face of the disk drive. The dc 50 
motor is fixed to the base of the chamber and is largely 
obscured from view by the electronics board 46. 

The positioning mechanism is shown in greater detail 
in FIG. 4. That positioning mechanism is mounted on 
the base of housing 50 within chamber 52 of the disk 55 
drive system. Chamber 52 is formed by chamber hous- 
ing 50 and top cover 38. Winchester disk 24 is mounted 
on a hub assembly 54 within the chamber housing 52 so 
that it is rotated within the chamber by the dc motor 32. 

The typical read/write magnetic head 28 is mounted 60 
on one end 56a of a flexure 56 which serves as the sup- 
port arm. The other end 56b of flexure 56 is attached to 
a positioning arm 60. Flexure 56 is a thin rectangular 
stainless steel coil. Positioning arm 60 is coupled to a 
steel pivot shaft 62. That steel shaft 62 is fixed to the 65 
inner races of a pair of pre-loaded steel ball bearings 
(not shown), which in turn are located in the base of 
housing 50. Pivot shaft 62 rotates about a pivot axis 64. 
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The side of the positioning arm 60 opposite from the 
shaft 62 has a curved portion 66. In addition, a steel 
spring arm 74 is attached to the positioning arm 60. A 
tensioned steel band 68 is wrapped around and attached 
to the steel pulley 76 mounted on the drive shaft 78 of 
the stepper motor. The stepper motor is fixed to the 
base of the housing 50. The two ends of the steel band, 
70 and 72, are attached to arms 74 and 66 respectively. 

By appropriately selecting materials of different coef- 
ficients of thermal expansion for the various compo- 
nents of the positioning mechanism, it is possible to 
provide thermal compensation so as to ensure that the 
read/write heads remain on track irrespective of ther- 
mal effects. For such purposes, three different classes of 
materials are utilized. The fu^t class of material is an 
aluminum/bronze alloy; the second class of material is 
stainless steel; and the third class of material is alumi- 
num. 

The principal components of the thermal compensa- 
tion system and their preferred materials are: disk 24 
(wrought aluminum); housing 50 (die cast aluminum 
alloy LM 2); positioning arm 60 (aluminum/bronze 
alloy); metal band 68 (Sandvik 11 R 51 steel); and flex- 
ure support 56 (AISI 301 stainless steel). The dimen- 
sions and arrangement of these various components are 
such that, in response to changes in temperature, the 
various materials expand or contract in such a way that 
the support arm (flexure) effectively rotates via the 
positioning arm and the pivot shaft so as to maintain the 
typical read/write head substantially at its original track 
position. 

There are two thermal "circuits" effectively control- 
ling the positioning of the read/write head 28 to a track 
on the disk 24 consisting of a primary thermal circuit 
and a compensating thermal circuit. TTie primary ther- 
mal circuit operates in chamber 52 and links the track 
on the disk 24 to the hub 54, to the motor 32, to the base 
of housing 50, to the bearings for shaft 62, to the shaft 
62, to the arm 60, to the flexure 56, and to the read/- 
write head 28. The compensating circuit also operates 
in chamber 52 and links the arm 60 to the band 68, to the 
pulley 76, to the stepper motor shaft 7B, to the stepper 
motor, to the base of housing 50, to the bearings for 
shaft 62, to shaft 62 and to the arm 60. The primary 
thermal circuit and the compensating thermal circuit 
have arm 60, pivot shaft 62, housing 50 and the circulat- 
ing air in chamber 52 in common. 

Whenever there is a temperature change, the primary 
thermal circuit in chamber 52 results in a misposition of 
head 28 relative to a track on the disk 24. However, the 
compensating circuit of the chamber 52 causes the shaft 
62 to rotate in such a way as to substantially move the 
read/write head 28 to its original position relative to the 
disk. That operation is described more fully below. 

A temperature change in chamber 52 causes the 
read/write head 28 to move relative to a track on the 
disk 24 because of varying contributions from flexure 
56, housing 50 and the positioning arm 60 in the primary 
thermal circuit. The resulting misposition varies ac- 
cording to track position (proportional to the angle of 
shaft 62 and the arm 60 relative to the "line" drawn 
between the center of the hub 54 and the shaft axis 64). 
As the temperature rises, the head on average misposi- 
tions inwardly from the track center line. 

The compensating thermal circuit in chamber 52 acts 
to reduce that misposition to acceptable proportions for 
all track positions. With temperature changes, the van- 
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ous components of the compensating circuit vary in 
length relative to each other. A change in geometry 
causes rotation of the arm 60 about the axis of the shaft 
62, thus compensating for the read/write head 28 and 
the disk 24 misposition over the prescribed track posi- 5 
tion and temperature range of the disk drive. 

The dc motor 32 is a brushless 2-phase external rotor 
dc motor with integral hub. Commutation is effected by 
a Hall sensor. A spare Hall sensor is provided in the 
motor and may be activated in the event that the first 10 
Hall element fails. The motor uses preloaded ABEC 7 
bearings and is balanced in two planes to better than 
0.25 grams centimeters. A ferrofluidic seal is fitted 
above the top bearing. The disk hub 54 is grounded to 
the electronics board 46 by the motor shaft and a button 15 
contact in order to prevent build-up of static charge on 
the rotating disks. 

The high capacity disk drive of the present invention 
is not fitted with a separate transducer for generating an 
index pulse. Instead, the Hall generator in the dc motor 20 
is used although it provides two identical pulses per disk 
revolution. A imique pulse is selected during the power- 
up sequence by a routine in the microprocessor which 
detects a pre-recorded data burst. The index/Hall phase 
which is active when the data burst is detected is thus 25 
automatically selected. The disks 24 and 26 are rotated 
at a speed of 2744 plus 10% or —5%. 

The electronics developed for the high capacity mi- 
cro-Winchester disk drive system of the present inven- 
tion were designed primarily as large scale integrated 30 
circuits (LSI) that are placed on a single printed circuit 
board (with the exception of the pre-amplification, 
read/write and head circuitry), as shown in FIG. 5. The 
use of only a single printed circuit board whose dimen- 
sions lie within the outline dimensions of the housing 50 35 
is particularly beneficial in enabling the dual anti- vibra- 
tional mounting arrangement of the present invention to 
be utilized for mounting the high capacity micro-Win- 
chester disk drive system in the space normally pro- 
vided for a 5i inch disk drive system. Consequently, an 40 
extremely rugged, low weight, high capacity hard disk 
drive system is provided for use in a portable computer. 

Furthermore, the development of such a single 
printed circuit board electronic control circuit in the 
high capacity micro- Winchester disk drive system has 45 
enabled the power consumption and dissipation to be 
significantly reduced. For example, the electronic cir- 
cuits in the preferred embodiment provide heat dissipa- 
tion at a rate of between 9 and 13 watts as compared to 
25 watts typically dissipated by a 5J inch Winchester 50 
disk drive system. Thus, the high capacity micro- Win- 
chester disk drive system of the present invention dissi- 
pates a relatively small amount of heat into the com- 
puter system. That enables a portable computer to uti- 
lize either a smaller fan or to entirely eliminate the use 55 
of a fan for removing heat from the system. 

A timing diagram showing the derivation of the sec- 
tor pulses from the analog data written on the hard disk 
is shown in FIG. 7. During pre-initialization, each of the 
32 sectors, 0-31, on each track has an analog data signal 60 
of 680 microseconds in length recorded thereon. That 
data signal may consist of a burst of the highest fre- 
quency data normally seen by the heads, which may be 
2.5 MHZ for example. An erased portion of 10 micro- 
seconds follows that data. The analog signal shown in 65 
FIG. 7A is fed to a pulse detector 114, which converts 
that analog information into digital pulses, once for 
each flux transition. The pulses generated by the pulse 
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detector 114 are used to fire a retriggerable monostable 
120, set to produce a pulse for 5 microseconds when 
fired. The output of the monostable 120 is shown as 
FIG. 7B. Thus, the output of the monostable stays high 
for no more than 5 microseconds, after the end of the 
data burst is read by the head. 

Since the monostable 120 times out 5 microseconds 
after the end of the 680 microseconds data burst, and no 
data burst is contained in the erased portion, the next 
time the monostable is triggered will indicate the end of 
the erased gap and the beginning of the next data burst 
or sector. The sector pulses thus produced are shown in 
FIG. 7E. 

A counter 122 is used to time from that sector mark 
until the end of the next erased portion and, thus, the 
next sector mark. Various protection signals, shown in 
FIGS. 7C-7D are also generated in order to protect the 
10 microseconds erased gap from being overwritten. 

At approximately 20 microseconds before the begin- 
ning of the erased gap, a write protect signal, shown in 
FIG. 7C, is generated. That signal has a duration of 
approximately 30 microseconds and is used to turn off 
the write gate of the disk drive in order to prevent 
accidental overwriting of the erased gap. The write 
protect signal is anded with the write gate's signal 
which switches off the write function internal to the 
disk drive. 

About 10 microseconds after the write protect signal 
is generated, a missing data enable signal, shown in 
FIG. 7D, is generated. Both the write protect and miss- 
ing data enable signals are generated from the counter 
122. The missing data enable signal effectively gates the 
missing data section so that during that time only an 
erase section is detected. Approximately 10 microsec- 
onds later, the rising edge of the monostable signal, as 
shown in FIG. 7B, causes the generation of the next 
sector mark, which resets the counter and the circuitry 
starts counting again to find the next sector mark. 

By using the method and waveforms discussed above, 
the present invention looks for erased sections only 
during a fixed period of time after the previous erased 
section. Thus, the present invention does not provide a 
false sector mark because of flaws in the disk or because 
of times when the recording heads are switched off. 
The delay between the missing data detect and write 
protect signals enables the read channel to recover from 
the use of the write head and to begin generating pulses 
which the present invention can recognize as data or 
erased gaps. 

Utilizing the system of the present invention, once the 
sector marks have been identified to the host disk con- 
troller, those sector marks indicate where data is to be 
recorded, as is the general practice. Using the write 
protect scheme described herein, data will thus be writ- 
ten during the first 680 microseconds of each sector on 
a track and the erased gap will remain as the last 10 
microseconds of each sector. Since the pulse detector 
will continue to produce digital pulses to fire the mono- 
stable during the presence of any data, even after a 
subsequent cold start up, the host disk controller will 
still "see" the pre-initialized data, even though that data 
may have been overwritten with user data. 

The operation of the invention is totally transparent 
to the user. The user's data is recorded during the first 
680 microseconds of each sector. If the end of user data 
is reached before the end of the sector, the normal pro- 
cedure of filling the sector is utilized until the next 
sector pulse is detected. Of course, the write protect 
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always functions to switch off the write function during 122 counts clock pulses and uses them to define the 
the 10 microseconds erase gap, however, no evidence of write protect times. The outputs at the counter 122, 
that switching-off (and the subsequent switching-on) is which may be an IC no. HEF 4040, are fed to a decode 
conveyed to the user. logic 124, which may be a programmed array logic 

The electromc control circuits for the high capacity 5 (PAL), model no. MMI 2RA10, manufactured by 
disk dnve system are shown in the schematic diagrams Monolithic Memories, Inc. The PAL decode logic 124 
of FIGS. 9-12. Those diagrams are described further contains a plurality of individually accessible registers 
below. However, before describing those circuits, refer- or flipflops which can be individually clock reset An 
ence is made to FIG. 6, which shows the organizational electrical schematic diagram of the circuitry contained 
layout of the preferred embodiment of the present in- 10 in the PAL, after it is programmed, is shown in FIG. 8. 
^^A*'°u' output from the monostable 120 is also con- 

As shown m FIG. 6, a microprocessor 100 is used to nected as an input to the decode logic 124, as is a control 
control the actuator functions of the drive. The micro- line from the microprocessor 100. One output from the 
processor 100 is connected to control both the stepper decode logic 124, which is a pulse at the beginning of 
motor dnve 42 and control circuitry 106 and the dc 15 each sector, is fed to the mterface 130 and then on to the 
motor control 32, both of which drives are connected in host disk controller. The decode logic generates a reset 
the usual manner to the head/disk module 110. The signal for the counter 122 as another output, 
microprocessor 100 is also connected to an interface 130 In operation, the read head senses the beginning of 
which m turn is connected to the host disk controller the analog data signal, as shown in FIG. 7A, written on 
(not shown). 20 the disk. The output from the read head is pre-amplified 

Data read from the magnetic disks 24 and 26 is and fed to the pulse detector 114, which generates a 
preamplified by head preamplifier 112 and fed through plurality of digital pulses. The output from the pulse 
disk pulse detector 114 and data separator 116 to en- detector 114 is used to trigger monostable 120 which 
coder/decoder 118. The disk pulse detector 114 ampli- produces a positive or true signal output during the 
fies, filters and then differentiates the data signals re- 25 entire time the read head is sensing data on the disk plus 
ceived from the heads 28 and 30. Its output is a TTL an additional amount, 5 microseconds in the preferred 
compatible signal which, on the positive leading edge, embodiment. The output from the monostable 120 
mdicates a signal peak. ElectricaUy, those peaks corre- shown in FIG. 7B, is provided to the decode logic 124* 
spond to the I's or flux reversals recorded on the disks The decode logic 124 waits until it next receives a high 
24Md26. 30 or true output from the monostable 120, which mdicates 

The output of the disk pulse detector 114 is fed to the the beginning of the next sector. It then outputs a sector 
data separator logic 116. After locking onto the fre- marker pulse, which is shown in FIG. 7E, to the host 
quency of the mput pulses, the data separator 116 sepa- disk controUer, via the mterface 130. 
rates them into synchronized data and clock signals. During write sequences, the ckcuitry operates as 
The data separator is able to lock onto the receiving 35 follows. Havmg akeady read from the disk upon start 
preamble data pattern extremely quickly, such that lock up, the location of each of the sectors is known. Thus 
mdication occurs within four bytes. the decode logic . functions to prevent accidental over- 

The encoder/decoder 118, which receives the output writmg of the erased gap contained on each sector. As 
from the data separator 116, is an LSI device which before, the monostable 120 provides an output signal 
provides an efficient mterface between the NRZ data 40 which goes high at the beginmng of each sector and 
reqmred by the host disk controller and the 2,7 RLL goes low 5 microseconds after the end of the data writ- 
recordmg code used in the disk drive. That chip may ten on the sector. 

preferably be an AIC-270, manufactured by Adaptec. The counter 122 is reset by the decode logic 124 upon 
Such chip performs all of the functions necessary to the monostable 120 gomg high when sensing the begin- 
convert the NRZ data to and from the 2,7 RLL data. It 45 nmg of a sector. It then counts the clock pulses received 
also mcorporates address mark generation and detec- from the write escalator 126 and, provides outputs to 
tion logic. the decode logic 124 at 660 and 670 microseconds after 

The encoder/decoder is connected via a bus to an being reset, 
mterface 130 and thence to the host disk controller. The Upon receiving the pulse from the counter 122 660 
output from the pulse detector 114 is also connected to 50 microseconds after the last sector marker pulse, the 
tngger a retriggerable monostable 120, which may be a decode logic 124 generates a write protect signal (FIG. 

"^^^ which is used to switch-off the write gate of the 

The microprocessor 100 also performs the following drive. That is accomplished' by providing the mputs of 
fiinctions: all I/O operations, timing operations and the write gate to the decode logic 124. When the 
commumcation with the host controller. NRZ data 55 counter 122 inputs a signal 670 microseconds after the 
from the host disk controller is connected through the last sector pulse, the decode logic generates a missing 
encoder/decoder 118 to a write precompensation cir- data enable signal (FIG. 7D) which instructs the decode 
cult 117. That cncmt, which may be a semi-custom chip logic 124 to look for the end of the erased gap, which 
(ULA), model number 5RA097Q1, manufactured by will occur once the monostable 120 again goes high 
Ferranti Electronics Limited, provides precompensa- 60 after timing out. 

tion to the 2,7 RLL encoded data stream prior to its The ckcuitry also generates an index reference mark 
application to the preamplifier 117 and then to the heads once per revolution of the disk. That is accomplished 
28 and 30. because the erased gap m one sector is longer than the 

The on-board wnte oscOlator 126 of the disk drive is 10 microseconds gap of all of the other 31 sectors. Thus, 
connected to provide clock signals to the encoder/de- 65 the counter 122 runs for a longer period of time after 
coder 118, the data separator 116 and a counter 122. being reset by the decode logic 124 during that one 
The wnte oscillator 126 is primarily used to time the sector. An output signal produced by the counter serves 
read and wnte functions of the disk drive. The counter as the index reference mark. That index reference mark 
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is used to choose which index mark generated by the 
Hall generator becomes the index mark. 

Referring now to the circuit diagrams in FIGS. 9-12, 
there is shown therein IC-12, which is a Z-8 micro- 
processor used to control all actuator logic functions, 5 
I/O operations and communications, as described 
above. It is connected to the decode -logic 124, which is 
IC-15, as well as other IC-18 and IC-19, which are used 
to drive the stepper motor 42 and IC-17, which pro- 
vides motor control logic for the dc motor 32. 10 

The retriggerable monostable 120 is IC-11 which is 
connected to IC-15, the decode logic 124 and to IC-1, 
the pulse detector. IC-21 is the counter 122, which, as 
previously described, is connected to the decode logic 
IC-21. 15 

IC-9 is a 2,7 RLL encoder/decoder device. It may 
preferably be an AIC-270 IC, manufactured by Adap- 
tec. IC-9 performs all of the functions necessary to 
convert the incoming NRZ coded data to and from the 
2,7 RLL data as written to and read from the disks. 20 

The disk pulse detector IC-1 may preferably be a 
DP8464B integrated circuit. It produces a TTL com- 
patible output which, on the positive leading edge, indi- 
cates a signal peak was present at the read/write ampli- 
fier inputs to the chip. 25 

The data separator device IC-4, which may prefera- 
bly be a DP8465 integrated circuit, receives the output 
from the digital pulse detector circuit IC-1. After lock- 
ing onto the frequency of those input pulses, it separates 
them into synchronized data and clock signals. IC-24, 30 
which is connected to IC-23, is a delay Ime with five 
nanosecond taps. Integrated circuit 23 is a semicustom 
chip, part number 5RA097Q1, manufactured by Fer- 
ranti Electronics Limited, which is used to apply write 
precompensation to the write data stream. It also pro- 35 
vides other peripheral fimctions. 

Integrated circuit 2 is an SN74LS08FN quad NAND 
circuit. It is used to buffer the data to the head amplifier. 

IC-11 and IC-14 are SN74LS123FN dual retriggera- 
ble monostables. One of those monostables is used to 40 
provide the index pulse and the other is part of the sync 
field detection logic. 

IC-18 and IC-19 are PBL3717 RIFA devices. They 
are used to drive the stepper motor 42. 

IC-20 is connected to both of the stepper motor 45 
driver chips IC-18 and IC-19 and is a custom hybrid 
chip which provides filtering for those chips. 

IC-17 is a custom hybrid device which provides 
motor control logic for the dc motor 32. 

IC-22 is an LM 339 quad comparator device. It is 50 
used to monitor the power supplies and to provide pro- 
tection against the corruption of data on power-up of 
the disk drive of the present invention. 

.The concept of RLL codes is believed to be well 
known. Such codes, in the disk drive arena, serve such 55 
purposes as furnishing adequate clocking information in 
the read-back signal; minimizing flux reversal density 
for a given bit density; allowing an adequate clocking 
window for the reliable timing of the read-back data; 
and provide the capability of being encoded and de- 60 
coded reliably and economically. 

The normal code designation for RLL code is (D,K), 
where D is the minimum number of consecutive zeros 
and K is the maximum number of consecutive zeros. 
The full designation of the RLL code is (D,K; M,N; R); 65 
where D and K have the meaning set forth above and M 
is equal to the minimum number of data bits to be en- 
coded, N is equal to the number of code bits for each M 



data bits and R is equal to the number of different word 
lengths in a variable word length code. 

The density ratio DR or data bits per flux reversal is 
equal to (D-M) which is equal to bits per inch divided 
by the flux changes per inch. The frequency ratio FR, 
or the ratio of maximum to minimum time between 
transitions is equal to K+l/D+1 which, when using 
2,7 coding, is equal to 8/3. 

A code conversion table for 2,7 code is as follows: 



Original or Decoded Words 


Encoded Words 


IIXX 


OIOOXXXX 


lOXX 


lOOOXXXX 


01 IX 


OOOIOOXX 


OlOX 


OOlOOOXX 


OOOX 


lOOlOOXX 


0011 


00100100 


0010 


. 00001000 



where X may be either a 1 or a zero and (D,K: M,N; R) 
equals (2,7: 2,4; 3). 

Although only a preferred embodiment is specifically 
illustrated and described herein, it will be appreciated 
that many modifications and variations of the present 
invention are possible in light of the above teachings 
and within the purview of the appended claims without 
departing from the spirit and intended scope of the 
inven^on. 

WHAT IS CLAIMED IS: 

1. A method of generating hard sector marker pulses 
for use in conjunction with a micro-hard disk drive 
system, comprising the steps of; 

pre-initializing each concentric track on at least one 

hard-disk with a plurality of data signals separated 

by erased gaps; 
readmg said plurality of data signals and erased gaps 

using ^|ie read/write head of said disk drive; 
converting said read plurality of data signals to digital 

pulses; 

triggering a monostable using said digital pulses in 
order to provide an output signal during the time 
said read/write head senses the presence of said 
data signals; and 

generating a sector marker pulse upon again receiv- 
ing an output signal from said monostable after it 
has ceased to produce an output signal for a prede- 
termined time. 

2. The method of claim 1, wherein said plurality of 
data signals and erased gaps are equal m number. 

3. The method of claim 1, wherein said plurality of 
data signals and erased gaps are equal to the number of 
sectors contained on each track. 

4. The method of claim 1, wherein one of said plural- 
ity of erased gaps is of a longer duration than the rest of 
the plurality of erased gaps. 

5. The method of claim 1, wherein each of said plural- 
ity of data signals occurs for a longer time period thaii 
each of said plurality of erased gaps. 

6. The method of claim 1, wherein said monostable 
times out a predetermined time after it ceases receiving 
said digital pulses. 

7. The method of claim 6, wherein said predeter- 
mined time is less than the duration of one of said plural- 
ity of erased gaps. 

8. The method of claim 4, further including the step 
of generating an index pulse upon the retriggering of 
said monostable after it has ceased to produce an output 
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signal for a period of time corresponding to said longer 
duration erased gap. 

9. The method of claim 1, further including the steps 
of: 

generating a plurality of clock pulses; 5 
counting said plurality of clock pulses starting from 

the generation of said sector marker pulse; 
producing a first clock signal a predetermined time 

after the generation of said sector marker pulse; 

and 10 
generating a write protect signal upon the production 

of said first clock signal such that the next erased 

gap is prevented from being overwritten. 

10. The method of claim 9, wherein said write protect 
signal serves to prevent the read/write head from writ- 
ing data on said hard disk until the generation of the 
next sector marker pulse. 

11. The method of claim 1, further including the step 
of writing data on said hard disk in accordance with the 
location of said pre-initialized data signals. 

12. The method of claim 9, further includmg the steps 
of: 

producing a second clock signal a second predeter- 
mined time after the generation of said sector 
marker pulse; and 

generating a missing data enable signal upon the pro- 
duction of said second clock signal such that said 
step of generating said sector marker pulse occurs 
only after the generation of said missing data en- 
able signal. 

13. The method of claim 12, wherein said first clock 
signal is produced a predetermined time before said 
second clock signal. 

14. The method of claim 12, wherein said first and 
second clock signals are terminated upon the generation 
of a sector marker pulse. 

15. Apparatus for generating hard sector pulses/or 
use in conjunction with a micro-hard disk drive system, 
comprising: 

at least one micro-hard disk having a pluraUty of 
concentric tracks, each of said concentric tracks 
having a plurality of data signals of predetermmed 
duration separated by a like pluraUty of erased 
gaps; 

transducer means for reading mformation from and 
writing information to said hard disk; 

converter means connected to said transducer means 
for converting said pluraUty of data signals to a 
pluraUty of digital pulses; 

switching means connected to said converter means 
for producmg an output signal during at least the 
time said transducer means is reading each of said 
pluraUty of data signals; and 

decoding means for generating a sector marker pulse 55 
upon again receiving an output signal from said 
switching means after said switching means has 
ceased to produce an output signal for a predeter- 
mined time period. 

16. The apparatus of claim 15, wherein said plurality 60 
of data signals and erased gaps are equal to the number 
of sectors contained on each track. 

17. The apparatus of claim 15, wherein said plurality 
of erased gaps are of equal time duration. 

18. The apparatus of claim 15, wherein one of said 65 
plurality of erased gaps is of a predetermined longer 
time duration that the rest of the plurality of erased 
gaps. 
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19. The apparatus of claim 15, wherein each of said 
plurality of data signals is of a longer time duration than 
each of said pluraUty of erased gaps. 

20. The apparatus of claim 15, wherein said switching 
means switches off a predetermined time after it ceases 
receiving said digital pulses. 

21. The apparatus of claim 20, wherein said predeter- 
mined time after which said switching means switches 
off is less than the duration of one of said plurality of 
erased gaps. 

22. The apparatus of claim 18, wherein said decoding 
means generates an index pulse upon again receiving an 
output signal from said switching means after said 
switching means has ceased to produce an output signal 
for said predetermined longer time duration. 

23. The apparatus of claim 15, further comprising: 
means for generating a plurality of clock pulses; 
counter means counting said plurality of clock pulses 

beginning from the generation of said sector 
marker pulses and for producing a fu^t clock signal 
a predetermined time after the generation of said 
sector marker pulse; and 
said decoding means receives said first clock signal 
and generates a write protect signal such that the 
next erased gap is prevented from being overwrit- 
ten. 

24. The apparatus of claim 23, wherein said write 
protect signal serves to protect said transducer from 
writing data on said hard disk until the generation of the 
next sector marker pulse. 

25. The apparatus of claim 23, further comprising: 
said counter means producing a second clock signal a 

second predetermined time after the generation of 
said sector marker pulse; and 
said decoding means generates a missing data enable 
signal upon receiving said second clock signal such 
that said generation of said sector marker pulse 
occurs only after the generation of said missmg 
data signal. 

26. The apparatus of claun 25, wherein said first clock 
signal is produced a predetermined time before said 
second clock signal. 

27. The apparatus of claim 25, wherein said counter 
means is reset upon the generation of said sector marker 
pulse by said decoding means. 

28. The apparatus of claim 15, wherein said switching 
means comprises a retriggerable monostable device. 

29. The apparatus of claim 15, wherein said converter 
means comprises a pulse detector integral to said hard 
disk drive system. 

30. The apparatus of claim 25, wherein said means for 
generating a plurality of clock pulses comprises a write 
oscillator integral to said hard disk drive system. 

31. A high capacity disk drive system for operating a 
hard sectored micro-hard disk, said disk drive compris- 
ing: 

at least one micro-hard disk having a plurality of 
concentric tracks each of said concentric tracks 
having a plurality of data signals of like predeter- 
mined duration separated by a like plurality of 
erased gaps; 

means for rotatably supporting said micro-hard disk; 

means for rotating said micro-hard disk; 

transducer means for writing digital information on 
and reading digital information from said micro- 
hard disk m 2,7 RLL coding format so that said at 
least one micro-hard disk has at least 10 MB of 
formatted digital information stored thereon; 
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positioning means for moving said transducer means 
between the tracks on said micro-hard disk; 

converter means connected to said transducer means 
for converting said plurality of data signals to a 
plurality of digital pulses; 5 

switching means connected to said converter means 
for producing an output signal during at least the 
time said transducer means is reading each of said 
plurality of data signals; and 
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decoding means for generating a sector marker pulse 
upon again receiving an output signal from said 
switching means after said switching means has 
ceased to produce an output signal for a predeter- 
mined time period. 

32. The disk drive system of claim 31, wherein said 

means for rotating said micro-hard disk rotates said 

micro-hard disk at 2750-1-10% and —5% r.p.m. 
* * * « « 
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